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^““3^rS9 Combined Schedules — Net Prices 

Westinghouse Lamp Company 

BLOOMFIELD (Watsessing Station), N. J. 
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“Climax” — Oval Anchored 
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Contract Conditions and Yearly Requirements 19 

Delivery Schedule-Lamps 13-14 

Delivery Schedule-Reflectors 17 

Extra Charges Frosting, Coloring, Etc 18 

Economy Coils lO 

Holophane Reflectors 16 


Metallized Filament “Westinghouse” 

40-50 and 80 Watts 8 

Mill Type 5 

.Miniature and Candelabra (Carbon) 7 

Miniature and Battery (Tungsten) 12 

Reflector 6 

Round Bulb 5 

Tubular 6 

Tungsten “Westinghouse” 

Low Volt 10 

Multiple 100 to 125 and 200 to 250 V 9 

Meridian 9 

Sign 10 

Street Series 11 

“Westinghouse” Oval Anchored 3 


( 2 ) 


“Westinghouse” Class A Carbon Lamps— C—1. 

Oval Anchored Filament Type. 



Candle 

Volt- 

Bulb 

Stand. 

B’k’n 

StaM 

$175. 

and 

$800. 

and 

$1600. 

and 


Power 




Package 

Pkg. 

Pkg. 

over 

over 

over 


age 





Length 

Dia. 

Quant’y 

(List) 

(10^) 

(15^) 


(20^) 

Reg. (including 
Sign & Ry. 
Series) 

2, 4, 6, 8, 10, 

16, 

20 (3 & 3.5 w p c) 
24-3.1 w p c 

( 20- 99 
■j 100-130 

3K-45i-4% 


250 

250 

$0.22 

.20 

$0,198 

.18 

$0,187 

.17 

$0.1815 

.165 

$0,176 

.16 

Regular 

20 (4.2 w p c) 

25 (3.6 & 4.2 w p c) 

i 20- 99 

5)i-6% 

3-3/s 

250 

.40 

.36 

.34 

.33 

.32 

(( 

32 

f 100-130 


3 - 3/8 

175-100 

.30 

.27 

.255 

.2475 

.24 

(( 

5-8-16 

200-260 


2^-2/8 

250 

.22 

.198 

.187 

.1815 

.176 

n 

20-24 

200-260 

4% 


250 

.30 

.27 

.255 

.2475 

.24 

n 

32 and 50 

200-260 


3 - 3/8 

175-100 

.40 

.36 

.34 

.33 

.32 

n 

100 

200-260 


4 % 

20 

1.50 

1.35 

1.275 

1.2375 

1.20 


For Delivery Schedule on above lamps, see Pages 13-14. 

For extra charge for other than Edison base, frosting, coloring, etching, etc., see Page 18. 
For contract conditions and yearly requirements, see Page 19. 
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^‘Climax” Class B Carbon Lamps --Schedule C — I. 

Oval Anchored Filament Type. 



Candle 

Power 

Volt- 

age 

Bulb 

Stand. 

Package 

iQuant’y 

B’k’n 

Pkg. 

Sta’d 

Pkg. 

im 

$175. 

and 

over 

m) 

$800. 

and 

over 

(22%%) 

$1600. 

and 

over 

(25« 

Length 

Dia. 

Regular 

2, 4, 6, 8, 10, 

( 20- 99 

35i"-4K" 4K" 

| 1 %"- 25 / 8 "- 2 %" 

250 

$0,209 

$0,187 

$0,176 

$0.1705 

$0,165 


12^, 16, 

j 


1 








20, (3 & 3.5 w pc) 

1 100-130 


m-2/8-2r8 

250 

.19 

.17 

.16 

.155 

.15 


24 (3.1 w p c) 

( 










20 (4 . 2 w pc) 

( 20 99 


3-3/8 

175-100 

.38 

.34 

.32 

.31 

.80 


24 (3.6 & 4.2 w p c) 

] 










32 

(100-130 

, 5K-6% 

;1-3/8 

i;6-ioo 

.285 

.255 

.24 

.2325 

.225 


5-8-16 

200-260 

; 4-h-4% 

2/s-2^ - 

250 

.209 

.187 

.176 

.1705 

.165 


20-24 

i 200-260 


2% 

250 

.285 

.255 

.24 

.2325 

.225 


32 and 50 

200-260 

! 5)^-6% 

S-SVs 

175-100 

.38 

.34 

.82 

.31 

.30 


100 

200-260 


4H 

20 

1 1 

1.425 

1.275 

1.20 

1.1625 

1.125 


For Delivery Schedule on above lamps, see Pages 13-14. 

For extra charge for other than Edison base, frosting, coloring, etching, etc., see Page 18. 
For contract conditions and yearly requirements, see Page 19. 
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“Westinghouse” Mill Type and Round Bulb Carbon Lamps— Schedule C— 2 


Candle 

Power 


Mill Type 

16 


Round Bulb 

4-«-10-l6 

50 


Meridian 

8-10-16 

8-16 


i 

Voltage 1 

Bulb 

Stand. 

Packag 

Quantity 

Length 

Dia. 

100-130 

4%" 

2^" 

250 

100-130 

3^ i 

1 2 5-16 

250 

100-130 

5 5-16 

3/8 

100 

100-130 

6 % 

3H 

100 

nJ 60 

5% 

' 3H 

24 

1 120 

7^ 

5 

24 

20 to 99 

3^A 

2 5-16 

250 

200 to 260 

3}6 

2 5-16 

250 

200 to 260 

5 5-16 

3/8 

100 


Broken 

Package 

(List) 

Stand. 

Package 

(10^) 

$175. 

and 

over 

•hi 

till 

$0.20 

$0.18 

$0.17 

$0,165 

.25 

.225 

.2125 

.20625 

40 

.36 

.34 

.33 

.75 

.675 

.6375 

.61875 

.50 

.45 

.4250 

.4125 

.75 

.675 

.6375 

.61875 

.30 

.27 

.255 

2475 

.30 

.27 

.255 

.2475 

.55 

.495 

.4675 

.45375 


$1600. 

and 

oyer 

(2m 


$0.16 


.20 

.32 

.60 

.40 

.60 

.24 

.24 

.44 


♦Total Watts. 


For Delivery Schedule, see Pages 13-14. 

For extra charges for other than Edison base, frosting, coloring, etc., see Page 18. 
For contract conditions and yearly requirements, see Page 19. 
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“Westinghouse” Tubular and Reflector Carbon Lamps — Schedule C— 2. 


Candle 

Voltage 

Bulb 

Stand. 

Package 

Quantity 

Broken 

Package 

(List) 

Stand. 

Package 

(10%) 

$175. 

and 

$800. 

and 

$1600. 

and 

Power 

Length 

Dia. 

over 

(lb%) 

over 

(17H%) 

over 

(20*) 

Tubular 

8-10-16 

100-130 

5K' 


250 

$0.30 

$.27 

$0,255 

$.2475 

$0.24 

32 

100-130 

bh 


100 

.55 

.495 

.4675 

.45375 

.44 

16 

200-260 

bH. 

IK 

250 

.45 

.405 

.3825 

.37125 

.36 

Reflector-Silvered 

40-50 100- 130 

3H 

3 

100 

.35 

.315 

.2975 

.28875 

.28 

40-50 

1 200-260 1 

SH 

3K 

100 

.40 

.36 

.34 

.33 

.32 

Reflector-U nsilvered 

10 12 100-130 

1 20- 09 

3H 

3 

100 

.25 

.225 

.2125 

.20625 

.20 

10-12 

1200-260 

3H 

354 

100 

.30 

.27 

.255 

.2476 

.24 


For Delivery Schedule, see pages 13-14. 

For extra charges for other than Edison Ease, frosting, coloring, etc., see Page 18. 
For contract conditions and yearly requirements, see Page 19. 
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“Westinghouse” Carbon Miniature and Candelabra Lamps.— Schedule C— 4. 


Description 


Voltage 

Broken 

Stand. 

$175. and 

$800. and 

$1600. and 

Power 

Package 

Package 

Over 

Over 

Over 



(List) 

m) 

( 15 ^) 

(17^) 

(20^) 

Candelabra— Style A, B, E 


25 to 30) 






U 

30 to 45 V 

$0.28 

$0,252 

$0,238 

$0,231 

$0,224 


1 6-8 

45 to 130 j 

U J) 


25 to 30) 







30 to 45 V 

.33 

.297 

.2805 

.27225 

.264 

“ “ G 16'A 

(6-8 

45 to 130 ) 




8-16 

45 to 130 

.28 

.252 

.238 

.231 

224 

Decorative— Style F (P12J4 bulb) 

6-8 

40 to 130 

.25 

.225 

.2125 

.20625 

‘.20 

“ “ tJ (Pll bulb) 

(4-6 

)4-6-6 

20 to 701 

70 to 130 1 






12 to 16 1 

20 to 90 { 

.23 

.207 

.1955 

.18975 

.184 

“ “ tH (P9 bulb) 

U-e 



“ “ (I P8 bulb) 

Festoon (G9 bulb) 

12-4 

90 to 130 1 






1 

S 

12 to 16 J 

12 to 16 

.30 

.270 

.255 

.2475 

.24 

( GIO 

1 

12 to 16) 




G- Decorative ■< 


12 to 16 V 

25 

.225 

.2125 

.20625 

.20 

( G12 

1 2-4 

90 to 130 \ 




Battery Inspec. Spec. Flat 

6 

10 to 20 

.50 

.45 

.4250 

.4125 

.40 


tThese styles supplied for automobile lamps. 

For Delivery Schedule, see Pages 13, 14. 

For extra charges for other than Edison base, frosting, coloring, etc., see Page 18. 
For contract conditions and yearly requirements, see Page 19. 
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‘‘ Westinghouse’^ Metallized Filament Lamps — Schedule G— 1. 
40-50 and 80 Watts. 

2.5 W. P. C. 


Total 

Watts 

A verage 

C.P. 

Voltage 

Bu 

Length 

lib 

Dia. 

Stand 

Package 

Quantity 

Broken 

Package 

(List) 

Stand 

Package 

(m 

$175. 
and over 
(15jg) 

$800. 
and over 

(17m 

$1600. 
and over 
(20^) 

40 

16 

100-130 

4^* 


2^" 

250 

$0.25 

$0,225 

$0.2 j 25 

$0.20625 

$0.20 

50 

20 

100-130 




250 

.25 

.225 

.2125 

.20625 

.20 

80 

32 

100-130 

5K 


3 

100 

.85 

.315 

.2975 

.28875 

.28 


DESCRIPTION. 

These lamps will bear a label giving the standard total Watts at a fixed efficiency and three voltages. 
The upper voltage will be the one at which the lamp will consume 2.5 W. P. C. At the middle voltage, 
the lamp will burn at an efficiency of 2.05 W. P. C., and at the lower voltage, 2.83 W. P. C. 

For Delivery Schedule, see Pages 13, 14. 

For extra charges for other than Edison base, frosting, coloring, etc., see Page 18. 

For contract conditions and yearly requirements, see Page 19. 
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^‘Westinghouse” Tungsten Lamps — Schedule T — 1. 
Multiple and Meridian 

1 to 1.25 Watts per Candle: Clear Lamps, Edison Base only. 


Tungsten Lamps Fur- 
nished with “Westing- 
house” Label only. 



Average 


Bulb 

Stand 

Broken 

: Stand. 

$175. and 

$800. and 

$1600. and 

Description 

Total 

Voltage 



- - ■ 

, Package 

Package 

Package 

Over 

Over 

Over 


Watts 


Dia. 

Length 

; Quantity 

( List) 

1 10-10^ 

15-10^ 

17k-lW 

20-10% 

Multiple(Small Bulb) 

25 

; 100-125 

2^" ' 

5H" 

100 

$0.80 

$0,648 

jo.eia 

i $0,594 

$0,676 

“ Regular 

40 

i 100-125 

i m 

5/8 

100 

.90 

1 .81 

.T65 

.7425 

.72 

“ 

40 

! 100-125 

\ ' 

6% 

50 

1.00 I 

1 .891 

.8415 

.8167 

.792 

“ 

60 

100-125 

3 1-16 

6% 

50 

1.25 1 

' 1.0125 

.95625 

.92813 

.90 

“ 

100 

100-125 

1 3^ i 

7^ 

24 

1.60 ' 

1.4175 

1.33875 

1.29937 

1.26 


150 

! 100-125 

i 4^8 ! 

8K 

24 

2.25 

1.8225 

1.72125 

1.67063 

1.62 


250 

1 100-125 

i 5 ! 

9/ 

12 i 

3.25 i 

2.835 

2.6775 i 

2.59875 

2.62 

Meridian No. 1 

i f 

1 100-125 

1 

1 5^// 

! 24 

1.25 1 

1 1.0125 1 

.95625 

1 .92813 

.92 

“ No. 2 

1 60 

1 100-125 • 

: 5 

1 7/8 

: 24 

1.50 1 

1 1.215 

1.1475 

i 1.11375 

1.08 


Efficiency to Wz Watts 

per C. P. 

-Edison Base only. 





70 

200-250 

3^" 

7^" 

50 

2.25 

1.8225 

1.72125 ■ 

1.66962 

1.62 

Regular 

110 

200-250 

4^ 

8K 

24 

2.50 

2.025 

1.9125 

1 85625 

1.80 


180 

200-260 

5 

9/ 

24 

3.75 

3.0375 

2.86875 

2.78437 

2.70 


Multiple and Low Volt lamps will be furnished clear. / , , 

Meridian lamps will be furnislied Bowl Frosted unless otherwise specified. 

For Delivery Schedule on above lamps, see I’ages 13-14. For extra charge for frosting, etc., see Page 18. 
For contract conditions and yearly requirements, see Page 19. 
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‘‘Westinghouse” Tungsten “Wire” Type. Low Volt and Sign.— Schedule T— I. 



1 

Average 








Description. 


Total 



Standard 

Broken 

Standard 

$175. 
and over 

$800. 

and over 

$1600. 
and over 

Volts. 

Watts 

Style 

Diam. 

Package 

Package 

Package 



per 

Lamp. 

Inche-'. 

Quantity. 

List. 

(10-10^) 

(15-10^) 

(17^-105^) 

(20-10J6) 

Regular (low volt)'| 

25 to 34 

♦40 

ST-19 

2^8" 

100 

$0.90 

$0,729 

$0.6885 

$0.66825 

$0,648 

for use with Econ- ! 

25 to 34 

25 ! 

S S-19 

2H 

100 

.70'! 

25 to 34 

20 

S S-19 

2^ 

100 

.70 ! 





omy Coil or inf 

25 to 34 

15 

S S-17 

2H 

100 

.70 \ 
.70J 

.567 

.5255 

.51975 

.504 

Series on 110-125 V. J 

25 to 34 

10 

1 S S-17 


100 



Sign 


C. P. 









Regular 











(Horiz. C. P.) }- 

10-11-12 

4 

S S-14 


100 

.50 

.45 1 

1 .4250 

.4125 

.40 

“W’*Type(TipC.P.)J 







* Furnished in Fused type only. 


Tungsten “Economy Coils.”— Schedule M — 12. 

104-120 Vo lt Primary Voltage. For use with 25 to 34 Volt T ungsten Lamps. 27 Volt Secondary Voltage. 


Style No. 

No. of 
Circuits. 

Voltage 

Per Circuit. 

Ampere 

Capacity. 

Watt Capacity 

List Price. 

Per Circuit. 

Total. 

117532 

117533 

117534 

117534 

4 

4 

4 

4 

27 

27 

27 

27 

5 

10 

20 

30 

135 

270 

540 

810 

540 

1080 

2160 

3240 

$14.25 

16.50 

18.50 

22.75 

204-240 Volt Primary Voltage. 




27 Volt Secondary Voltage. 

121235 

8 

27 

5 

135 

1080 

$17.00 

121236 

8 

27 

10 

270 

2160 

22.00 

121237 

8 

27 

20 

540 

4320 

30.00 


By use of these coils the rugged regular Tungsten lamps can be operated from the ordinary lighting 
lines by connecting the coils between the line aud the lamp circuits. 
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**Westinghouse” Tungsten Lamps—Street Series Types. Schedule T— 6. 
1 to W. P.C.- Plain Lamps in Pear Shaped Bulbs Fitted with Larse Edison Base 


Ampere Range 

Candle 

Power 

Average 

Total 

Watts 

Average ■ 
Volts 1 
PerLampi 



f 25 

31 

17.8 

1.75 (1.7tol.8) 


I 32 

40 

22.8 


1 

I 40 

50 

28 6 



L 60 

75 

42.9 



r 25 

31 

8.9 



I 32 

40 

11.4 

3.5 (3 to 3.8) 


40 

50 

^ 14.3 



I 60 

75 

, 21.4 



I 80 

100 

28.6 



25 

31 

7.8 



32 

40 ' 

10.0 

4.0 (3.8 to 4.3) 


I 40 

50 

12.5 



60 

75 

18 8 



I 80 

100 

25.0 



r 25 

31 

5 7 



32 

40 

7.3 

5.5 (5.1 to 5.9) 

: 

40 

50 

9.1 



60 

75 

13.6 



I 80 

100 

1 18.2 



f 25 

31 j 

1 4.7 



32 

40 

' 6.1 

6.6 (6.1 to 6.9) 


40 

50 

7.6 



60 

75 

11.3 



I 80 

100 

15.2 



f 32 

40 

5.3 

7.5 (7.0 to 8.0) 


40 

50 

6.7 



60 

75 

10.0 



80 

100 

13.3 


Style 


!“ SS275^ 
}- S S 27K 

j 

SS35 

SS27J^ 

SS35 

1 

j- SS275^ 
SS35 


SS27J^ 
SS35 
• S S 27% 
SS35 


60 Lamps Standard Package with exception of 80 C. P. 
12 Lamps Standard Package of 80 C. P. 

For Delivery Schedule on above fAmps, see Pages 13-14. 


Broken 


Standard 

$175. 

$800. 

$1600. 

Packac 

e 

Package 

and over 

and over 

and over 

(List) 


(10-10^) 

(15-10^) 

(n^iOK) 

(20-10^) 

$1.50 ^ 

1 





1.50 

1.50 

1.50 

1.50 

1.50 

1.50 * 

1.50 , 

1 

! 

i 

$1,215 

$1.1475 

$1.11375 

$1.08 

1.75 


1.4175 

1.33875 

1.29937 

1.26 

1.50 1 





1.50 


1.215 




1.50 


1.1475 

1.11375 

1.08 

1.50 J 






1.75 
1.50 1 


1.4175 

1.33875 

1.29937 

1.26 

1.50 
1.50 
1.50 J 


1.215 

1.1475 

1.11375 

1.08 


1.75 


1.4175 

1.33875 

1.29937 

1.26 

1.50 ' 





^ 1.50 


1.215 




1.50 


1.1475 

1.11375 

1.08 

1.50 j 
1.75 1 
1.75 
1.75 
1.75 J 


1.4175 

1.33875 

1.29937 

1.26 


2.00 


1.62 

1.53 

1.485 

1.44 


For Contract conditions and yearly requirements, see Page 19. 
For extra charge for Frosting, etc., see page 18. 
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“Westinghouse” Tungsten-Miniature Style-Battery Types— Schedule T-5. 

(Efficiency 1 to W. P. C.) 

Based with Standard Miniature Base, except where otherwise indicated. 


Description 

C. P. 

Volts 

Bulb 

Broken 

Standard 

Package 

$175. 
and over 

$800. 
and over 

$1600. 


Package 

and over 



Style 

List 

(lO-lOjf) 

15-10^ 

(IIH-IOH) 

20-10^ 



1% 

G-SA 

$0.40 j 

I 





7-16" Round ^ 

1 


G-SA 

.40 


$0.36 

$0,340 

$0.33005 

$0.32 

Novelty (tip | f 

or tipless.) j 9-16 Rd. Side Tip 
[ 11-16 

1 V 2 


G-3A 

.40 ! 

I 

1 & VA 

2 

G-4A 

.50 

.45 

.425’ 

.4125 

.40 

2 

SA 

5A 

G-4A 
G - 5A 

.40 1 
.40 J 


.36 

.34 

.33005 

.32 

o.... i in Tub. Tipless 

Dent 

1 n “ Tipless 

_ 


T-2 

.60 1 






— 

2J^-3% 

T-2 

.60 






— 

5^ 

T-3 

.60 


.54 

.51 

.495 

.48 

1 Special Cap 

J 2&4 

4 

T-5 

.60 


Tubular ■< Base 










1 Bach End 

) 4t 6 & 8 

6 & 8 

T-5 

.60 . 






1 

1-2-4 








Round -( 

2(1. 20 amp.) 


G-6 

.50 1 

I 





) 

2 & 4 

6 ) 



[ 

.45 

.425 

.4125 

.40 

1 in Round 

4-6 & 8 

4-6 <S{ 8 

G - 8 

.60 

f 





“ 

6-8«fe(10t) 

6 & 8 

G-10 

.50 J 

I 





1% “ 

8(12&16t) 

6 & 8 

G-12 

I .60 

.54 

.51 

.495 

.48 

13-16 in Pear Shape ^ 

2& 4 

4 


.50 ) 





1 “ “ 

4 & 6 

4 & 6 

P-8 

: .50 






IH “ “ t ] 

6, 8 & 10 

4 

n 

P-9 

.50 ; 


.45 

.425 

.4125 

.40 

19-16“ » “ t \ 

10, 12 & 16 
8 

6,8& lOl 
10 \ 

P-1254 

j .50 
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Delivery Schedule-Lamps. 

1. All lamps of any type may be sold and billed to customers f. o. b. point of shipment, but with 
freight allowed on standard package quantities only on shipments to customers to point on or east of 
the Mississippi River. 

2. To all points in the United States (except Alaska, Hawaiian Islands, Panama, the Philippine Islands 
and Porto Rico) actual freight on standard package quantities only may be allowed the customer to all 
points in each State when the net amount for each type of lamp and in each respective State as given in 
the schedule, on the following page is added to the net billing price of the lamps. Shipments to points in 
Alaska, Hawaiian Islands, Philippine Islands, Panama and Porto Rico are f. o. b. nearest point of export 
covered by schedule, with the additional charges shown thereon for such points. 

3. Lamps for delivery in less than standard package quantities shall be sold only f. o. b. the place of 
business or storerooms of the manufacturer or those of their agents, no allowance being made under any 
circumstances for either freight or express on less than standard package quantities. 

4. Lamps for the U. S. Government take the regular delivery schedule, with free delivery extended to 
Porto Rico, and with the same extra charges for delivery to Panama, the Philippine and Hawaiian Islands, 
and to Alaska, as are scheduled above for the Pacific States. 

{See next page.) 
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Delivery Schedule-Lamps - (Continued.) Schedule for Other Than Free Delivery Points. 


Net Additional Charge Per Lamp for 
Delivery to Any Point in 

TYPE OF LAMP. 

Eirst 

Zone. 

Second 

Zone 

Third 

Zone 

Fourth 

Zone. 

Ark.f la. 
Kan., La, 
Minn., 
Mo., Neb. 
Okla. 
Tex. 

Colo., 
No. Dak., 
So. Dak. 

Cal., 

Ore., 

Wash. 

Mont. 

Wyo. 

Ariz. 

Idaho 

Nev., 

Utah, 

New Mex. 

Carbon— Large, Min., Turn Down and Tr. Light ) 

Metallized, 40, 50 and 80 Watts f 

Kc. 

He, 

He. 

He. 

Ic. 

Tungsten — Miniature 

Kc. 

He. 

He. 

Ic. 

Tungsten— Large 25 and 40 W. (Small Bulb) Low Volt, Sign 
and Train Light, except 40 W 

He. 

IHe. 

2c. 

3c. 

Tungsten — 40 Watt. (Large Bulb) 

l^c. 

8c. 

4c. 

6c. 

Tungsten — 00 Watt 

2c. 

4c. 

6c. 

8c. 

Tungsten— 100 W., (70 W., 220 V.) and 40 W., Train Light. . . . 

2Hc. 

5c. 

7c. 

10c. 

Tungsten— Large 150 W. and 110 W.. 220 V 

4c. 

8c. 

12c. 

16c. 

Tungsten— Large 250 W. and 180 W.. 220 V 

6c. 

10c. 

14c. 

20c. 

Tungsten— Meridian Nos. 1 and 2 

2kc. 

5c. 

7c. 

10c. 

Tungsten — Street Series (except 80 C. P.) 

IHc, 

3c. 

4c. 

6c. 

Tungsten— Street Series. 80 C. P 

3%c. 

7c. 

10c. 

14c. 
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“Westinghouse” Economical Turn Down Lamps— Schedule M— 3. 

Fitted with Edison, Thomson-Houston or Westinghouse Types of Turn-down Bases. 
Either Pull String or Turn Bulb Style. 


Candle Power 

Voltage 

Standard ■ 
Package 
Quantity 

To Consumers and 
Isolated Plants 

To Central Stations and 
Contractors 

Less than 
200 

More than 
200 

Less than 
100 

100 to 200 

200 

or more 

8 and 54 

45 to 130 

200 

$0.60 

$0.40 

$0.45 

$0,425 

$0.40 

16 and 1 

45 to 130 

200 

.60 

.40 

.45 

.425 

.40 

32 and 1 

45 to 130 

200 

.70 

.50 

.55 

.525 

.50 

8 and 54 

200 to 250 

200 

.65 

.45 

.50 

.475 

.45 

16 and 1 

200 to 250 

200 

.65 

.45 

.50 

.475 

.45 


Long Distance— (Complete with three feet of cord and switch) 

8 and I 

16 and if 50 to 130 200 1.25 .96 .96 .91 .86 

Additional cord 3c. per foot for 3 feet or more. 

Extra Charges : Frosted or Superficially Colored : $0.05 extra 

Natural Colored Glass, all colors 25 extra 


Deliveries : Turn Down Type take same delivery Schedule as Standard Carbon Lighting Lamps. 

Pull String “ Hylo ” : Net additional to above List Prices 0: 
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PRICE SCHEDULE -M il HOLOPHANE REFLECTORS AND HOLDERS. 

FOR TUNGSTEN. TANTALUM AND METALUZED FILAMENT LAMPS 


REGULAR 

LAMPS 


HIGH EFFICIENCY HOLOPHANE REFLECTORS 


HOLD- 

ERS 


Metallized 

Watts 

Tantalum 

Watts 

Tungsten 

Watts 

Extensive Type 

Intensive Type 

Focusing Type 

No. packed 

in Case 

Standard 

Quantity 

for Disc’t. 

Approx. 

weight 

per Case 

Style 

List Price 

Holo- 

phane 

No. 

Des- 

igna- 

tion 

List 

Price 

Holo- 

phane 

No. 

Des- 

igna- 

tion. 

List 

Price 

Holo- 

phane 

No. 

Des- 

igna- 

tion 

List 

Price 

40/ 

50i 

80 

100 

125 

40 

80 

10] 

15^ 

25j 

40 

60 

100 

150 

250 

106,225 

106,230 

106,250 

106,280 

106,285 

106,290 

E 3 

E 5 
E 7 
E 9 
E 11 
E 13 

0.55 

.60 

.65 

.90 

1.90 

2.30 

106,125 

106,130 

106,150 

106,180 

106,185 

106,190 

1 3 

I 5 

T 7 

I 9 

I 11 

I 13 

0.60 

.65 

.80 

1.00 

1.90 

2.30 

106,325 

106,330 
106,350 
106,380 
106 385 
106,390 

F 3 

F 5 
F 7 
F 9 

F 11 
F 13, 

0.60 

.65 

.80 

1.00 

1.90 

2.30 

20 

10 

10 

10 

10 

6 

60 

40 

40 

40 

20 

12 

30 lbs 

21 “ 
23 “ 
35 “ 
55 “ 
47 “ 

0 

0 

H 

H 

A 

A 

.08 

.08 

.12 

.12 

.80 

.30 

187 

1 _ 


IBowl Type of Reflector 

1 106,081 

1 BC.4 

1 1-15 1 

1 



10 


90 tf| 

H 

I .12 

250 

1 — 

1 — 




1 106,111 

1 BC.5 

1 1.45 1 

1 



10 

1 30 1 

i 75 ‘ 1 

H 

1 .12 


(Metallized i No. 1 





106,008 

S 1 

.40 

20 

60 

100 • 

H 

1 .12 

Meridian •< Tuncrsten > 















( Tantalum ) No. 2 





i 106,010 

S 2 

.60 

20 

40 

80 “ 

H 

1 .12 


80 Watt Metallized and 40 Watt Tungsten (small Bulb) take Form “O” Holder. 40 Watt Tungsten 
(large shoulder base) take Form “H” Holder. 

The proper type and number of holder will be shipped with each lot of Reflectors unless otherwise 
specified. Prices on Holders apply to Polished Brass Finish. Prices for special finishes on application. 
For Discounts, Sales Rules and Deliveries, see Page 17. 
ft Packed in barrels and the approximate weight given is per barrel. 


( 16 ) 


HOLOPHANE REFLECTORS AND HOLDERS.-DISCOUNT AND DELIVERY. 


DISCOUNTS. 

Broken 

Package 

Quantity 

Standard 

Package 

Quantity 

TO CONSUMERS — Any person or Company buying for individual use 

TO CENTRAL STATIONS. DEALERS AND CONTRACTORS— Buying for resale 

The U. S. Government is classifled as a consumer. I 

Net 

15JC 

10% 


DELIVERIES. All Holophanes and Holders may be sold and billed f. o. b. factory of the manufacturer 
or of the Holophane Company, with freight allowed on standard packages and over to all points on or east of 
the Mississippi River; also to the following points after the net amount for each type of shade as noted 
in the schedule below is added to the net price of the shades in all cases, whether shades are shipped with 
or without Ihmps. 


Deliveries on less than standard packages of Reflectors or Holders will be only f. o. b. factory of 
Lam p Compa ny j)r the Ho loph ane Com pany . 


Type of Reflector. 

Net Additional Charge per Reflector for Delivery to Any Point in : 

River States. 

Mountain States. 

Pacific States. 

E-3, 1-3, F-3 

2c. 

4c. 

3c. 

E-5, 1-5, P-5 

2%c. 

5c. 

S%c. 

E-7, 1-7, F-7 

3c. 

5%c, 

4c. 

E-9, 1-9, F-9 

3^c. 

7c. 

5c. 

E-13, 1.13, F-13 

9c. • 

20c. 

14c. 

BC-4 


10c. 

7c. 

BC.5 


15c. 

10c. 

S.l 

2c. 

3Kc 

2%c. 

S-2 

3c. 

6%c. 

4c. 


A Standard Package is as per schedule on Page 16. Quantity discounts given on standard packages or 
over. 

Broken Package Quantities: When a number of Reflectors is ordered which is not a standard case, or 
over the broken package discount only can be given on the broken case part. 

Assorted Cases. Standard Quantity discpunts will be allowed on assorted types of reflectors provided 
not less than a case of each type of reflector is ordered and the total weight not less than 100 pounds. 

Holders. When holders are ordered separately from Reflectors, a standard package shall consist of 100. 
Less than this number will be billed at broken package discounts. 
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Extra Charges for 

BASES. Prices of Lamps listed on Pages 3, 4, 5, 6, 8 and 9 cover Eldison Based Lamps only. 

Westlnghouse, combination Bdison-Westinghouse, Thomson-Houston $0.03 each 

Ediswan «* 

United States, Brush Swan and Schaeffer .05 “ 

Prices of Lamps listed on Pages 7 and 12 cover standard Miniature and Candelabra Based Lamps only. 

German, French and Ediswan Miniature and Candelabra Bases $0.05 each 

ETCHING: Purchasers of less than 10000 lamps %c. “ 

“ “ more “ 10000 “ %c. “ 

For Tungsten Large and Street Series, 2 cts. per lamp to all customers. 

COLORED LAMPS : 

Xntural Glass, Green and Blue..l^ times List Price of the same class, style and voltage. 

“ “ Purple 1% “ 

“ “ Ruby and Opal.. 2 “ “ 

“ “ Amber & Canary 2% “ “ 

Dip Coloring 

Tungsten Sign Type : Additional charge to list price of clear lamps: 

pie, 22c.; Ruby and Opal, 30c.; Amber and Canary, 35c. 

FROSTING : 

2 to 24 Candle Power (Carbon) 40 and 50 Watt (Metallized) $0.02% each 

32 and 50 ** ** “ 80 ** “ 03 “ 

Meridian Nos. 1 and 2 Tungsten same as for clear 

10-15-20-25-40 Watt (low volt) and all Train Lightning Tungsten 5c. each 

25 and 40 Watt (large and small bulb) 5c. “ 

60, 100, 150 and 250 Watt (Tungsten) respectively . .7c., 10c., 15c. and 20c. “ 

TIPLESS: On Carbon and Metallized except Miniature add 10% to list price of clear lamps. 

On Tungsten except Miniature add 15% to list price of clear lamps. 

Carbon and Tungsten Miniature 2c. additional to list. 


.add 25% to List Price. 

Green and Blue, 15c.; Pur- 
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Contract Conditions and Yearly Requirements. 

Carbon and Metallized Filament Lamps. 

We will allow the following discounts from List Prices, to customers using lamps of a net value of 
$175. or more per annum and who will place a contract with us covering their yearly requirements: 


Consumers, Dealers and Contractors. 


Class 

1 

$175. and over 

IbOO. and over 

$1600. and over 

A 

1 

15^ 


20 % 

B 


20 % 

22 %% 

25 % 


The total net value of new lamps (Carbon and Metallized) bought under contracts; also the net value 
of all Tantalum or Tungsten lamps - purchased under contract or otherwise, in a year may be taken to 
determine the discount to which customer is entitled on Carbon and Metallized Filament Lamps. 

(ihistomers under contract with us may be allowed contract discount on orders for broken packages 
of the following lamps; 

“Westinghouse” and “CJlimax” Oval Anchored 40 Watt Metallized. 

Round Bulb and Tubular 50 Watt Metallized. 

Mill Type and Reflector 80 Watt Metallized. 

Miniature and Candelabra 

TUNGSTEN LAMPS. 

Standard Package : Customers under contract with any Association Manufacturer may be allowed 

10% additional to their Carbon contract discount on orders for Standard Packages of these lamps. 

Broken Packages: On orders for broken package quantities of these lamps the discount will be 
less by 10% than customers Carbon contract discount. 
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OR Regular type horizontal c 



TUNGSTEN “WIRE” TYPE 


FORM 1200. 


Superseding FcHir 
1200. 3-1-0 

W 



ASSOCIATION 

FOR 

PRESERVATION 

TECHNOLOGY, 

INTERNATIONAL 

www.apti.orq 


BUILDING 

TECHNOLOGY 

HERITAGE 

LIBRARY 

https://archive.ora/details/buildinqtechnoloqvhe ritagejLbrary 


From the collection of: 



Mike Jackson, FAIA 


